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MEMORANDUM FOR: Director of Personnel 


FROM : Maurice Lipton 
Comptroller 
SUBJECT : Change in FY 1981 Ceilings (U) 
REFERENCE 4 Comptroller Memorandum for the DDCI dated 4 May 1981, 


Subject: Proposed Adjustments in CIA 1981 Position 
Ceilings (U) 


1. In response to the reference, the DDCI has approved changes 
in the allocation of the Agency's FY 1981 ceiling to accommodate 
a number of new position requirements. Accordingly, the existing 
allocation of full-time permanent ceiling is revised as follows: 


Previous Revised 25X1 
Ceiling Ceiling 


Office of the Director and Independent 
Offices 


Administration Directorate 
Natdoiss Foreten Assessment Center 
‘Operations Directorate 
Science and Technology Directorate 
Agency Total 
2. The DCI Administrative Officer and the Deputy Directors will in 


due course advise you of the changes in component ceilings necessary to 
reflect the revised ceilings. (A/ILUO) 
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